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Chicago 313 








Union Tool Chests 
Plain Oak—Quartered Oak—Leatherette Covered 







Till Top Made in 
Three Styles 


Style A 
Leatherette 
Covered 


One Size 


It is covered with genuine leatherette and has a deep, rich 
mahogany finish on the solid mahogany till and drawer fronts. 
The top raises and has a roomy till lined on the sides, top and bot- 
tom with fine grade felt. This chest has five small and two large 
felt lined drawers and @ one hundred key change lock. A 4x5” 
oval mirror, with metal frame, is set into the hinged till top. 
Very popular style among the tool users who prefer leatherette- 
covered cases. 





Chest Inside Dimensions 
No. | Outside Size 
Till and Long Drs. 
Till 19%%6x74@x3% 


dr. 814x644x°lq [lL dr. 184 x6144x2%q 
dr. 8%x64x2%q jl dr. 184 x64x"% 


Short Drawers 





A-20 | 20x81¢x12% 


_ 


Prise; GAGD 5.509 25a Ses desns time Se dintes wee slew eee ties $20.80 


Style B—Quartered Oak—Two Sizes 


These chests have seven drawers and a till, An improved mirror 

with metal frame is set into the hi top. The steel bottoms 

_ of all drawers are lined with felt, and the till and cover are com- 

pee felt lined, including the sides. Chests have one hundred 

ey change lock. A truly handsome chest for the progressive 
machinist or toolmaker. 







Chest 
No. | Outside Size 


Inside Dimensions 
Till and Long Drs. 
Till 164%x714x34 


Short Drawers 





B-17 | 17x814x1234 . 7 x64 x3lg |ldr. 154 x64 x27q 
7 x64x2%@|ldr. 1544x64x lg 
84x64 x84 | Til. 1916x714x314 

B-20 | 20x81¢x12%¢ x64 x27 }1 dr. 4x614 x2iy 

ldr. 184%x6\4%x4o 

Behe ARTIGG, COGONiin ae rons Winks Aan ocd Aires o eaters $17.80 

B-20... “Price, -CGGh iiecacs.xwquelsne tarwie ae tar eae wes Ncdisarjoaa 18.80 


Style XB—Plain Oak—One Size 


With lock corner frames. Solid doors and three-ply backs. 
Hardwood drawer sides. All drawer bottoms are metal and 
covered with good quality felt. Flat key locks with two keys, 
and good leather ring handles. Seven drawers. Sturdily con- 
structed throughout. 


Chest Outside 
No. Size 


Inside Dimensions 
Short Drawers Till and Long Drs. 


4dr. 8'4x6%x 1g] Till 19'%@x7!4x3% 
ids, Si2zessa212 Ndr. 1 1844x614 x2" 





XB-20| 20x8'¢x12% 


dr. 184 x614x5%l_ 








Style ‘‘D’’ Quartered Oak 


Made in two sizes and has three small and three large drawers 
All drawers are 6" wide inside and have a high grade felt lining 
and steel bottoms. Backs are three-ply quartered oak and door 


is paneled quartered oak. Equipped with one hundred key change 
Ideal for carrying a limited number of small tools. 


flat key locks. 





Chest Outside Inside Dimensions Price 
No. Size —_ — } Bach 
Short Drawers Long Drawers 
2dr. 54x6x 7%| ldr. 124 x6x254 
D-14 |14x784x1034] ldr. 514x6x2%| ldr. 12!4x6x15¢/$12.50 
ldr. 124x6x1\4 
2dr. 7 x6x %| ldr. 154 x6x2% 
D-17 |17x734x1034| ldr. 7 x6x2%/ 1dr. 1544 x6x154| 18.00 
ldr. - 154 x6x1\% 
Style XD—Plain Oak 


Same number and size of drawers as D-17. 

Drawers are felt lined and have metal bottoms and hardwood 
sides. Equipped with attractive hardware and g flat key 
locks with two keys. Frames are lock corner jointed to give 
extra strength. 


Chest | Outside Inside Dimensions Price 
No. ize [A mmaM@ $$ | Each 
Short Drawers Long Drawers 
2dr. 7 x6x 76] ldr. 15'4x6x2% 
XD-17/17x734x1034| 1dr. 7 x6x2%%| ldr. 154 x6x15¢/$11.75 


ldr. 1514 x6x115 


Style XG 
Plain 
Oak 





The 17” chest _has one row and the 20” chest has two rows of 
drawer pulls. All drawers have felt lined steel bottoms. Frames 
are of lock-cornered plain oak, doors are solid and backs are of 
three-ply. A very serviceable low priced chest. 











No. Outside Inside Dimensions Drawer Price 
Size Each 

XG-17 |17x7 34x10%| Five Drawers 15M Tong. 6” Wide 
3 »1%,1% % Deep...... $11.00 

XG-20 |20x7 34x10 84 Fite) rawers 1814 Long. = ae 
x254, 154, 144, %, % Deep...... 12.00 





312 H. Channon Company 


Chicago 








Union Tool Chests (Continued) 


Style F 
Quartered Oak 





A very well liked type of chest. Has three large 
and five small drawers and a one hundred key change 
lock. Backs are of three-ply quartered oak and doors 
are paneled quartered oak. All drawers have metal 
bottoms and are lined throughout with fine quality 


felt. 
Style F—Three Sizes 


Inside Dimensions 











Chest Outside 
No. Sine Short Drawers Long Drawers 
F-17 17x8%%x12 | 4 Dr. 7 xix % 1 Dr. | 1514x7x2% 
1Dr.| 7 x7x2% 1 Dr. | 15% x7x1% 
1 Dr. | 1544x7x1\% 
F-20 20x834x12 | 4 Dr. Slox7x % 1 Dr. | 1814x7x2% 
1 Dr. 81ox7x2 1 Dr. | 1814 x7x1% 
1 Dr. | 1844x7x1'5 
F-27 27x834x12 | 4 Dr.| 12 x7x % 1 Dr, | 2514x7x2% 
1Dr.| 12 x7x2% 1 Dr. | 254% x7x1% 
1 Dr. | 2534x7x1' 
Ws7s- Price 6sehis saccades nag tivd.ceg sens $14.50 
F-20. Price, each........... Pe bocaa distal stad 15.50 
F-27 (Patternmaker’s Special)................ 18.50 
Style XF 
Plain Oak 1 Size Only 
Five small and three long drawers. All are 7’ 


wide and have steel bottoms, felt lined. This gives 
great carrying capacity and makes for maximum 
convenience for the worker who has many tools and 
desires to keep them properly arranged. Three-ply 
backs and solid doors, and are made of plain oak 
throughout. Built to maintain the same high stand- 
ard of quality found in all other Union Tool Chests. 


Inside Dimensions 
Chest Ourside * 
No. Size 


Short Drawers Long Drawers 





1 Dr. 
1 Dr. 
1 Dr. 


20x8 44x12 


XF-20 Slox7x 14 


81ox7x2h¢ 


1814 x7x2%4 
1844 x7x1%4 
184 x7x1 4 





Channon Special 
Machinist’s Tool Chest 


Covered with Heavy Leatherette 
Mahogany Finished Drawer Fronts 


A good quality chest for machinists and tool makers. 
Made in two styles. 





Style R-117 Regular Top 
Chest has six drawers, three long and three short. 
All drawers lined with heavy green felt. Chest has 
high grade lock, heavy metal corners, all heavily 
nickel plated, and strong leather handle. This is an 
especially well constructed high quality chest. 


Number and Size of Drawers 

1—15" x64 "x274" deep. 

1—15" x64 "x2%” deep. 

1—15" x64 "x1" deep. 

1—7% "x64 "x2\%" deep. 

2—74 "x64 "x14" deep. 

Overall 
1634" long—1114" high, 8” deep. 

Weight packed, Ibs.....................02005 14 
Prod; CaO hiiec. sjarkeace5 Maton’ sais oes $10.00 


Style T-117 Till Top 


With six drawers and deep till; fitted with patented 
locking device that locks door in place when top of 
chest is closed. All drawers and till are lined with 
heavy green felt. Chest is fitted with high grade 
loop type lock. Bolt catches, metal corners all heavily 
nickel plated. Strong leather handle. Hinged till 
cover fitted with mirror in metal frame. 


Inside Dimensions 
Till—15 "x7’°x3" deep. 
Drawers 
1—15” x614°x234" deep. 
2—15" x64 "x114" deep. 
1—7 4 "x6 14 °x2%" deep. 
2—714'x614 "x14" deep. 
Overall 
1614" long—13’ high, 8” deep. 
Weight packed, Ibs. ................... esesa 16 
PrCO;/ORONS 5 5. fcusink nese SOS Motes Fa SOR e RIE $15.00 


